THE  CHERUB  CHOIR 

(cAges  2y2  tlilougli  5  yeals) 

The  Cherub  Choir 
Vesper  Service  will  he 
held  Sunday  evening 
Apriljl,  1957  at  7:30. 
Sermon  hy  the  Pastor. 
First  Baptist  Church, 
754  Peachtree  Street, 
N.  H.,  Atlanta,  Georgia. 

Dr.  Roy  O.  McClain 
Pastor 

Ray  W.  Smathers 
Minister  of  Music 

Mrs.  Ray  W.  Smathers 
Organist 


